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OSA 4967-63 

16 SEP 1963 


MEMORANDUM FOR: Signal Center, OSA 

SUBJECT: Distribution of Mission Cables 


1 . Request the hard cop ies of mission cables; i.e., 

juQW NOTE, I etc., presently given to the 

Operations Division, o© given to the Registry Branch for 
distribution. Request the soft copies be given to the 
Operations Division as in the past. 

2. Distribution of operational (reports control) and 
BRASS KNOB cables are to remain the same. 


Chief, Operations Division, OSA 


admin/od/osa|_ 

Distribution: 


rh (16 Sep 63) 
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